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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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SPECIFICATION FOR 
HEAT COIL PLIERS 

0. FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards Institu- 
tion on 31 October 19683 after the draft finalized by the Hand Tools 
Sectional Committee had been approved by the ivlechanical Engineer- 
ing Division Council. 

0.2 This standard lays down the requirements for heat coil pliers which 
are primarily employed for removing heat coils from switchboards and 
telephone terminals. 

0,3 While preparing this standard, assistance has been derived from the 
following: 

39-4P-16a Pliers and nippers. Canadian Government Specification 
Board. 

GGG-P-471C Pliers. USA Federal Supply Service. 

0.4 For the purpose of deciding whether a particular requirement of 
this standard is complied with, the final value, observed or calculated, 
expressing the result of a test, shall be rounded off in accordance w^ith 
IS : 2-1960*. The number of significant places retained in the rounded 
off value should be the same as that of the specified value in this 
standard. 



1. SCOPE 

l.i This standard covers the requirements for heat coil pliers. 

2. NOMENCLATURE 

2.1 For the purpose of this standard, the nomenclature as given in 
IS: 2615-19641 shall apply. 



♦Rules for rounding off numerical values { revised ). 
tOenerai requirements for pliers, pincers and nippers. 
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3, GENERAL REQUIREMENTS 

3.1 The material, manufacture^ workmanship and finish, tests, preserva- 
tion and packing and sampling shall conform to IS : 2615-1964*. 

4. DIMENSIONS 

4.1 The main dimensions for heat coil pliers shall be as shown in Fig. 1. 



"15 MAX 




50+3 



10+1-5 



2: 



3 



All dimensions in milimeters. 

Fig. 1 Dimensions for Heat Coil Pliers 



5. HARDNESS 

5.1 The gripping jaws of the pliers shall have a hardness value within 
the range of 450 to 700 HV (see IS : 150M959t ). 

5.1.1 The hardness shall be tested as specified in IS: 2615-1964*. 



♦General requirements for pliers, pincers and nippers. 
tMethod for Vickers hardness test for steel. 
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6. MARKING 

6.1 The pliers shall be clearly and legibly stamped with the manu- 
facturer's name, initials and/or recognized trade-mark and year of 
manufacture, if required by the purchaser. 

6.1.1 The pliers may also be marked with the ISI Certification Mark. 

Note — The use of the ISI Certification Mark is governed by the provisions 
of the Indian Standards Institution ( Certification Marks ) Act, and the Rules and 
Regulations made thereunder. Presence of this mark on products covered by an 
Indian Standard conveys the assurance that they have been produced to comply 
with the requirements of that standard, under a well-defined system of inspection, 
testing and quality control during production. This system, which is devised and 
supervised by ISI and operated by the producer, has the further safeguard that the 
products as actually marketed are continuously checked by ISI for conformity to 
the standard. Details of conditions, under which a licence for the use of the ISI 
Certification Mark may bo granted to manufacturers or processors, may be obtain- 
ed from the Indian Standards Institution. 

7. TESTS 

7.0 In addition to the tests specified in IS : 2615-1964*, the following 
test shall also be carried out. 

7.1 Handle Load Test — The pliers shall be tested for deflection and 
permanent set in accordance with 9.5 of IS : 2615-1964*. The moment 
to be employed shall be 6 kgf *m and combined deflection and combined 
permanent set shall not exceed 22*0 mm and 0'8 mm respectively. 



* General requirements for pliers, pincers and nippers* 
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INDIAN STANDARDS INSTITUTION 

The Indian Standards Institution ( ISI ); wfiich started functioning 
in 1947, is the national standards organization for India. Its principal 
object is to prepare standards on national and international basis and 
promote their general adoption. 

The overall control of ISI, which is run and financed jointly as a 
non-profit making body by the Government and private enter- 
prise, is exercised by the Genera! Council, composed of representa- 
tives of Central and State Governments; leading trade, scientific and 
technological organizations; and subscribing members. The Union 
Minister of Industrial Development is the ex-officio President of ISI. 

The present technical activity of ISI is carried out through 8 
Division Councils for Agricultural and Food Products; Chemical; Civil 
Engineering; Consumer Products; Electrotechnical; Mechanical 
Engineering; Structural and Metals; and Textile. All technical work 
relating to the formulation and revision of standards is done by 
committees appointed by and under the direction of their respective 
Division Councils. These committees consist of experts drawn from 
manufacturing units, technical institutions, purchase organizations 
and other concerned bodies. 

To make available benefits of Indian Standards to the common 
man, IS! has introduced its Certification Marks Scheme under the Indian 
Standards institution ( Certification Marks ) Act^ 1952, as amended by 
the Amendment Act, 1961. According to this Act, quality goods con- 
forming to Indian Standards can carry the IS! Certification MarL This 
Mark is a third-party guarantee of quality of marked goods. Licences 
to use the IS! Certification Mark are granted to manufacturers using 
reliable methods of quality control subject to overall inspec- 
tion by ISI. 

In the International field, IS! represents India on the International 
Organization for Standardization ( ISO ) and the International Electro- 
technical Commission ( lEC ). ISO and lEC respectively link 54 and 
40 countries, and function through 1 18 and 58 technical committees; 
ISI participates in 83 technical committees of ISO and all the technical 
committees of lEC. The committees and subcommittees of lEC and 
ISO for which ISI holds the secretariat deal with: Electric Fans, Lac, 
Mica; Pictorial Markings for Handling of Goods, Liquid Flow Measure- 
ments in Open Channels, Procedures for Inter-conversion of Values. 
Spices and Condiments, and Stimulant-Foods. 
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